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Agenda 

ABC Stormwater Flooding Board 

Tuesday January 8, 2019: 6:00PM Lyon’s Hearing Room - Arlington Town Hall, 2 nd 

Floor 


NOTE: Times are for planning purposes only and will vary depending upon discussion. 
If time becomes short, some topics may be postponed to a later meeting. 


Public Comments: (5 min] for information only - not for action 

Administration: (5 min] 

a. Approval of prior minutes 

b. Correspondence 

Presentation by OptiRTC, Inc.: (30 min] 

Stormwater Management: Continuous Monitoring and Adaptive Control (CMAC) of 
stormwater systems at watershed scale to improve stormwater management by 
delivering real-time visibility and provide adaptive control of assets. 

To be followed by a Q&A session 

Discussion: (20 min] 

Review ABC Flood Group Mission and Goals 
Long term initiatives 

Mystic River Watershed Association Climate Resiliency Study 
Statewide Municipal Stormwater Coalition 


Review 2019 meeting dates and times: (10 minutes) 

Tentative schedule for 2019 —Second Tuesday of every other month 

January 8, 2019 July 9, 2019 

March 12, 2019 September 10, 2019 

May 14, 2019 November 12, 2019 

Adjourn 


Correspondence Sent/Received: 


none 



